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Message Text 



UNCLASSIFIED 

PAGE 01 BOMBAY 01 182 201037Z 
14 

ACTION AID-31 

INFO OCT-01 NEA-10 ISO-OO OES-05 10-10 ACDA-10 /067 W 

102826 

R 191025Z MAY 75 
FM AMCONSUL BOMBAY 
TO USAEC GERMANTOWN 
INFO SECSTATE WASHDC 5368 
AMEMBASSY NEW DELHI 

UNCLAS BOMBAY 1 182 

E. O. 1 1652:N/A 
TAGS: ENRG, IN 

SUB J : TARAPUR REPORT AID LOAN 386-H-091 

1. FOLLOWING IS REPORT FOR PERIOD MARCH 31 THROUGH 
APRIL 27, 1975: 

2. TIME CONNECTED TO GRID: 

UNIT II 534.07 HOURS 

3. PEAK POWER GENERATED: 

UNIT II 187 MW 

4. MW HOURS GENERATED: 

UNIT II 84.908 

5. REMARKS: 

UNIT I OUT FOR REFUELLING 

UNIT II - PLANNED OUTAGE FOR CHECKING THE OIL 
LEVEL OF RECIRCUIT PUMP B INSIDE DRY 
WELL AND MAINTENANCE WORK ON COMMON 
SERVICES FROM 0004 HOURS ON APRIL 14 
TO 1700 HOURS ON APRIL 19, 1975. 

UNCLASSIFIED 

UNCLASSIFIED 
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6. FOLLOWING IS REPORT FOR PERIOD APRIL 28 THROUGH 
MAY 11, 1975: 

7. TIME CONNECTED TO GRID: 

UNIT I 235.58 HOURS 
UNIT II 305.42 HOURS 

8. PEAK POWER GENERATED: 

UNIT I 156 MW 
UNIT II 151 MW 

9. MW HOURS GENERATED: 

UNIT I 25,042 
UNIT II 41,142 

10. REMARKS: 

UNIT I WHICH WAS OUT FOR REFUELLING/ANNUAL MAINTENANCE 
WAS SYNCHRONIZED TO GRID AT 0425 HOURS ON MAY 2, 1975. 

UNIT II - PLANNED OUTAGE FOR REPAIRS HEAVY LEAKS ON 
SAMPLE LINE OF FEED SYSTEM FROM 0000 HOURS ON APRIL 29 
TO 0635 HOURS ON APRIL 30. 1975. 

BANE 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: TARAPUR II, NUCLEAR POWER PLANTS, PROGRESS REPORTS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 19 MAY 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BOMBAY01 182 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 76-0886 
From: BOMBAY 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750533/aaaabdfl.tel 

Line Count: 88 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUL 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUL 2003 by SilvaL0>; APPROVED <05 FEB 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: TARAPUR REPORT AID LOAN 386-H-091 
TAGS: ENRG, IN 
To: AEC 
Type: TE 
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